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26 JUL 1978 


Mr. Louis W. Hunter 
International Division 
Room 4824 

United States General 
Accounting Office 
Washington, D.C. 20548 


Dear Mr. Hunter: 


i ifi the 
. This 
Yeport was requeste y Mr. Louis Zanardi of your 


International Division. 


IT am hopeful that this report will be useful 


to you. 
Sincerely, 
/s/ 
Frederick P. Hitz 
Legislative Counsel 
Enclosure 
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